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Deputy Director Btuce 3. Gebhardt 

EAO Cassandra Chandl'«r 

BAD John Pistole ' > 

JU3 Grant Ashley 

AD 6&ry Bald 

SC Rrthar Cuimaings 



b6 -1 

b7C -1 




It 



FROM: 



CT Watch 

SIOC 

SACWiHEMTC DIVISION 



I 



FOR FURTHER* INFORMATION CCSJTACT: 



fiRftC Pavati ftt ,PJ-card b2 -i 

I I (Mam Office} 



PREPARER OF- URGENT REPORT: 
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PURPOSE: ruvjm.-r.miKa TWroRMT^TTm PROVTPES TWTTTRL DF.TATLS FROM 

AN iNDi yiPuia r I 

I I WHO OBSERVED SERIOUS PHYSIC^ ABUSES OF CIVILIAN DETAINEES 



rF 



3 JCRAQ DtJRlNG THE PERIOD ^FJ^ 



3 IT IS BEING 



FoilNISHED TO THE DIRECTOR BASED UPON POTSiNTIAL SIGHIFICAHT 
PUSI<IC, MEDIA AND CONGRESSIONAL INTEREST NH2CK MAY GENERATE CALLS 
TO THE DIRECTOR. ' ', 



SOBJECT! PRELIMI NARY STATI2«ENT5 M^ BY 1 p. 

I *""> garpTiMTrwrn SPECIAL AGENTS I 

^^ » i 

DESCRIPTION, or MATTER: ' ! 
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was not aware of any such report. 



J was advised' that the Sacrabento Field Office 
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J came into' the iJacraaerilo ' fieia yrtice and proviaea b7C -3 
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nhgftrwrt nnlngrniif; phtfai^pl »busg ln(;,^^<^T}^S Of Iraqi civiliaa 

detainees conducted in } i Iraq. 
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b7».-l 
b6 -3,4 

He'descrlbed thatsu^' abuses included strangulation, iseatmgs, ' * 

placeaent of lit cigarettes into the detatneea ear openings « and ""* ~* 



unauthorized interrogations. f 



I I was pr ovidmcr this myoymation to 

the FBI b ^scd on his Imowledae Ithatl 
I i ■ i were engaged in a 

cover'-up or these abuses. He stated these cover-up efforts 
mclvided j 
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I advised that be -3,4,5 
an individual dad, in fact, make a coji^Jaint with siacramento rsi b7c -3,4,s 
Office concerning Iraqi prisone r .aba a'e. , b7D -ij 
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I The Sacranento Division is continuing to interview 



and will forward reiHQ all d.etails of his interview m iStCre 
conimxru.cati'ons . Investigation in Sacramento is continuing. 
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